ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT F-B-3 VEHICLE # 3 

BEAT 

DATE 08-13-15 

OFFICER 1 C, MOONEY # 124 

OFFICER 2 D.TESH # 134 

SUPERVIS’ R. REYES 

OR 

1200 BRIEFING; ALL EQUIPMENT CHECKED OUT IN GOOD 
WORKING ORDER. 

1300/1310 BUSINESS CHECK AT 1810 CAHUENGA ( THE 711 
STORE ). WE SPOKE TO EMPLOYEE BRALLIO. ALL 
CHECKED OK 

1315/1330 RADIO CALL AT 7060 HOLLYWOOD BLVD. REGARDING A 
415 SUBJECT REFUSING TO LEAVE. THE SUBJECT WAS 
GOA. 

1325/134 ASSIST F-B-2 AT 1413 VINE STREET (MC DONALD'S ). 

5 

1335/1345 CONTACT/WARNED A SUBJECT FOR DRINKING BEER IN 
PUBLIC. WE COMPLETED A REF. FILD ID CARD. HE WAS 
DRINKING FROM A 16 OZ CAN OF “ 211 STEEL RESERVE 

1350/140 BUSINESS CHECK AT THE CHINESE THEATER. WE 

0 SPOKE TO EMPLOYEE MIKE. ALL CHECKED OK. 

1415/1425 BUSINESS CHECK AT 6010 HOLLYWOOD BLVD. ( THE 
STORAGE FACILITY ). 

1525/1535 ASSIST F-B-5 REGARDING A 415 SUBJECT REFUSING TO 
LEAVE. 

1610/1640 CODE-7 

1700/1705 BUSINESS CHECK AT THE SUNSHINE PARKING 
STRUCTURE IN THE 6100 BLOCK OF HOLLYWOOD BLVD. 
ALL CHECKED OK. 

1710/1715 RADIO CALL AT 1413 VINE STREET (MC DONALD'S ) 
REGARDING A 415 SUBJECT REFUSING TO LEAVE. THE 
SUBJECT WAS GOA. 

1730/1735 CONTACT/WARNED A SUBJECT FOR SITTING ON THE 
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1745/1750 


1800/1900 
1930/2000 


2030 


PUBLIC WALKWAY . HE STOOD TO HIS FEET WITHOUT 
INCIDENT. 


BUSINESS CHECK AT 5873 HOLLYWOOD BLVD. 
( TOMMY’S ). ALL CHECKED OK AT THIS TIME. 


OFFICE; DISCUSSION WITH SUPERVISION. 
OFFICE; UPDATED LOG IN-PUT. 


END OF WATCH... 
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